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Year. 


Mean Barometer. 


Mean Thermometer F. 


l88l 


25-743 


54- 


1882 


•725 


53- 


1883 


•737 


56. 


1884 


.669 


52- 


1885 


.708 


59- 


1889 


.790 


54- 


1890 


•792 


51-7 


1891 


.778 


5>-5 


1892 


.804 


51-8 


Mean 


25-750 


53-7 



See also Table on page 135. 



RAINFALL AT MOUNT HAMILTON IN THE YEARS 

1880-1802. 



Compiled by C. D. Perrine. 



Month. 


1880 
81 


1881 
82 


1882 
83 


1883 

84 


1884 
85 


1885 
86 


18S6 
87 


1887 
88 


IS 88 
89 


1889 

90 


1890 

91 


1891 
92 


July 


in. 
0.00 
0.00 
0.00 
0.00 
0.50 
9.68 
3 5i 
5-99 
1.13 
0.98 
0.09 
033 


in. 
0.00 
0.00 
10 
033 
0.91 
9.72 

3 55 
2.90 

5 4° 
4.70 
0.48 
1.06 


in. 
0.00 
0.00 
0.00 
6.16 
3 45 
1-93 
3.10 

3-75 
8 66 
2 66 
7-55 
0.00 


in. 
0.00 
0.00 
65 

2 15 

1.48 

205 

5.60 

12.76 

16.35 

ri. 96 

1.24 

385 


in. 
00 

0.15 

65 
3 71 
0.01 

33 84 

1 99 
0-57 
1 15 
2.08 
0.16 
36 


in. 

0.00 
0.00 
0.15 
05 

1.80 
5-77 
6 79 
0.70 
0.00 


in. 
00 

0.00 
0.00 
0.60 
2.82 
2-34 
2.83 
7 80 
1.39 
5-75 
0.25 
0.30 


in. 
0.04 
0.00 
033 
0.09 
90 
11.25 
10.04 
1.38 
3-40 
0.68 
1.25 
0.67 


in. 
0.00 
0.02 
0.49 
0.03 
3-27 
4-23 
1.04 
1.42 
6.17 
1.92 
3-21 
0.00 


in. 

00 
0.00 
0.00 
4-38 
4.69 

'3-19 
7 93 
5-70 
4-39 

1 79 

2 45 
0.00 


in. 

0.00 
0.00 
0.80 
0.02 

58 
5-39 
138 
652 
4.26 
3.08 

1 01 
o-57 


in. 

0.00 


August 

September 
October ...... 

November*. .. 
December . . . 

March 


0.00 
0.28 
0.61 
0.38 
9-54 
1-97 
2.99 
5 96 
1.90 




3-52 




0.32 






Sums . . ... 


22.21 


29- 15 


37 26 


58 09 


44.67 




24 08 


30.03 


21.80 


44.52 I23.6I 


27-47 



* November, 1880.— One shower ; amount assumed to be 0.50 inches. 

Mean annual rainfall (n years), July to July, 32.99 inches. 

Note.— This differs slightly from previous tabulations, but it is believed to be correct . 



